Freedom of Information Act Request: Energy Security Metcalf (Federal 

Energy Regulatory Commission) FOIA-2019-21 

Accepted: December 20, 2018 


65100-91848218@requests.muckrock.com 


Track 3 

Due Date: January 23, 2019 


Sun 12/9/2018 3:54 PM 


To:FOIA-CEII <FOIA-CEII@ferc.gov>; 


Federal Energy Regulatory Commission 
FOIA Office 

888 First Street Northeast 
Washington, DC 20426 

December 9, 2018 

^Expedited Processing Requested* 

To Whom It May Concern: 

This is a request under the Freedom of Information Act. I hereby request the following records: 

Any and all documents pertaining to the 16 April 2013 attack on PG&E's Metcalf substation near San Jose, CA including but not limited to the 
attack's effects on agency policy and incident response. 

This request seeks documents including but not limited to: reports, threat and intelligence assessments, slide presentations, meeting minutes, 
memoranda, and emails. 

This request is not meant to be exclusive of any other records which, though not specifically requested, would have a reasonable relationship to 
the subject matter of this request. 

The timeframe for this request encompasses 16 April 2013 up to and including the date that this request is officially processed. 

If my request is denied in whole or part, I ask that you justify all deletions by reference to specific exemptions of the act. I will also expect to be 
provided with all segregable portions of otherwise exempt material. Please separately state your reasons for not invoking your discretionary 
powers to release the requested documents in the public interest. 

I also request that, if appropriate, fees be waived as I believe this request is in the public interest. The requested documents will be made 
available to the general public free of charge as part of the public information service at MuckRock.com, processed by a representative of the 
news media/press and is made in the process of news gathering and not for commercial usage. 

In the event that fees cannot be waived, I would be grateful if you would inform me of the total charges in advance of fulfilling my request. I 
would prefer the request filled electronically, by e-mail attachment if available or CD-ROM if not. 

Thank you in advance for your anticipated cooperation in this matter. I look forward to receiving your response to this request within 20 
business days, as the statute requires. 

Sincerely, 

Daniel Kaufman 

Filed via MuckRock.com 

E-mail (Preferred): 65100-91848218@requests.muckrock.com 

Upload documents directly: https://www.muckrock.com/accounts/agency_login/federal-energy-regulatory-commission-206/energy-security- 
metcalf-federal-energy-regulatory-commission-65100/?uuid-login=15c09bee-8832-4abc-bfl7-f0111f45c05d&email=foia- 


ceii%40ferc.gov#agency-reply 

Is this email coming to the wrong contact? Something else wrong? Use the above link to let us know. 


For mailed responses, please address (see note): 

MuckRock News 
DEPT MR 65100 
411A Highland Ave 
Somerville, MA 02144-2516 

PLEASE NOTE: This request is not filed by a MuckRock staff member, but is being sent through MuckRock by the above in order to better track, 
share, and manage public records requests. Also note that improperly addressed (i.e., with the requester's name rather than "MuckRock News" 
and the department number) requests might be returned as undeliverable. 



ADDITIONAL INFORMATION / NARROWED SCOPE 


From: 65100-91848218@requests.muckrock.com <65100- 
91848218@requests.muckrock.com> 

Sent: Thursday, December 20, 2018 9:57 PM 

To: FOIA-CEII 

Subject: RE: Freedom of Information Act Request #FOIA-2017-59 

Federal Energy Regulatory Commission 
FOIA Office 

888 First Street Northeast 
Washington, DC 20426 

December 20, 2018 

This is a follow up to request number FOIA-2017-59: 

Dear Toyia, 

thanks for working on this and for the speedy turnaround. I am more than happy to 
exclude news clips from the search. 

Thanks, 

Dan 


Telephone discussion - December 20, 2018 

Per discussion with requester he is seeking any material regarding 

the "April 16, 2003 attack on PG&E's Metcalf substation" between the dates of 
August 2017 and December 20, 2018. * Requester was provided material that was 
previously released pursuant to FOIA on July 28, 2017. 



